Approved For Release 2003/10/16 : CIA-RDP80R01 731 R0021 0003001 4-5 


22 September 1975 


Brigadier General William I. Roiya 
Commander 

U.S. Army Security Agency 
Arlington Hall Station 
Arlington, Virginia 22212 

Dear General Roiya: 

Thank you for your letter inviting me to attend 
the USASA Dining-In and to address the members of 
the Mess. 1 would be delighted to do so and the 7th o f 
October at 7:00 p.m. is fine for my schedule. 


I would also be very happy to receive a briefing 
on your activities the afternoon of the 7th, but it would 
be more convenient for me If I could do it earlier in the 
afternoon around 1500 allowing about an hour. Thank 
you for offering to let me use your quarters, but if we 
could do the briefing around 1500, 1 would plan to 
return for the Dining -In from my quarters. 

Faithfully, 


Vernon A. Walters 
Lieutenant General, USA 



STAT 
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5 September 1975 


Lieutenant General Vernon A. 
Deputy Director 
Central Intelligence Agency 
Washington, D. C. 20505 


Walters 


Dear General Walters, 

On behalf of the officers of the Headquarters, United States 
Army Security Agency, I request the honor of your presence ^ 
at a Dining In to be held at the Arlington Hall Station Officers 
Open Mess on the seventh of October at seven o'clock m the 
evening. We would be most honored if you would consent to 
address the members of the Mess. 

Should your schedule permit, we would welcome the opportunity 
to have you spend the afternoon with us in order that we may 
familiarize you with the current direction and activities of this 

command. 

My quarters will be at your disposal to freshen and change for 
the evening activities. The point of contact at my headquarters 
with whom your staff can effect any necessary coordination is 
my aide-de-camp, CPT Thomas, at OXford 2-1731/6637. 



Sincerely, 

WILLIAM I. ROLY A 
Brigadier General, USA 
US AS A Commanding 
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